Optimal Home Remodeling & Design 


Contact 

Address: 9265 Dowdy Dr, #220 ,San Diego, CA,92126 
Phone 

(619) 560-6668 

Website 


https://optimalremodel.com/ 


Discrition: 


Optimal Home Remodeling and Design is a general contractor and construction 
management company based in San Diego, California. Optimal Home Remodeling and 
Design provides a wide range of construction services which can suit every customer 
according to his/her needs and budget. Our projects scale from mid to large scope projects. 
We mainly focus on Full house remodeling, Kitchen remodeling, bathroom remodeling and 
general construction projects such as, room additions, ADU, layout changes etc. Our number 
one goal is to deliver complete projects which not just look good but are also functional, 
efficient and provide the best value for your money. 
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